ST.  PETER'S  CATHOLIC  CHURCH.  "Thou  art 
Peter,  the  Rock,  and  upon  this  rock  I  shall  build 
My  Church."  Built  in  1830  and  rebuilt  in  1896, 
it  has  been  in  continuous  use  since  its  erection. 


Color  Photo  hy  Waller  H.  Miller 


67939 


POST  CARD 

Address 


